ROOFING CONTRACTORS NEW 

HAMPSHIRE 



About Garon-teed Roofing 

Since 1997, Garon-teed Roofing has been assisting you with all of your needs. We are a GAF 
certified installer, A plus rating with the BBB and a 5 star rating with Angle's List! We 
specialize in roofing contractor, shingle roofing contractor, roof replacement services, 
residential roofing services, metal roofing contractors association, shingle roof contractor, 
metal roofing repairs, metal roof repairs, metal roof contractor, siding contractor and 
asphalt roof installation. 

Key Services 



Roofing Contractor, Shingle Roofing Contractor, Roof Replacement Services, Residential 
Roofing Services, Metal Roofing Contractors Association, Shingle Roof Contractor, Metal 
Roofing Repairs, Metal Roof Contractor, Siding Contractor, Asphalt Roof Installation 



Services 



Shingle Roofing and Sliingle Roofing Repairs - We handle all of your roofing and roofing 
repair needs. We Only Use The Highest Quality Materials Available Including: GAF (lifetime 
architectural) and CertainTeed. We are a certified GAF installer and as always, we Garon-tee 
all work and materials! 



Metal Roofing and Metal Roofing Repairs - We handle all of your metal roofing and metal 
roofing repair needs. We Only Use The Highest Quality Materials Available Including: Fabrel 
Grand Rib III and ABC Imperial Rib. As always, we Garon-tee all work and materials! 



Vinyl Siding - We offer the top brands in vinyl siding from Alside Charter Oak, Certainteed 
Monogram and others by request. 



Window Replacement - We offer windows in Low E, Double & Triple Paned windows. 



For more information please visit site 
http://www.garon-teedroofing.com 



